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SUBJECT: Magnetic Tap© Used for Mission Seeordiag 
amt Duping &n JTroject XDEfLlbT 
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"i. The new MIHCyte duping equipment at I is aos 

eeneibered completely operational. Tfee loner duping gear 
Cl, %, % neks) is a# longer being used at that station. 


3. Tfee lilSSCDM duping gear baa necessitated a change in 
tfee tj$m of magnetic tap# used for duping. the MllfdOJi #*.{uipR*iit 
is designed to work beat with a .§ sail pre-str«MiS«<! tape (MMM 
type 4©€>, which replaces tfee foraeriy used 1.0 ail tape KP 


10146. 
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4. lbs Type 480 tape is also being used at for tfee 

niasioit recorders* t MF 12576. Tfee formerly used tape, MF 10140, 
fens inferior to the Type 400 is several ways. First , tfee Type 
480 tape is pre-atresse« , miaiaiaini tfee possibilities ©f tap© 
Atretcfeing. Secondly, tfee Type 480 fens superior lubricating 
qualities, ansi ita us® should promote longer records ag-feead 
life. Both tapes contain $&00 feet per 10-iach reel, so no 
change in eiaslos-mcerbi ng tiaie results. 


4. T fees© ch ang es will affect tfee f ©1 lowing group®; SM - 
9 AY 1 A tBf£ * % 9i * th9 "oy ifelafel* from tfee Sy stea III for all missions 
Z0A IA run by letactoneat l I seta dupes of Syateaa VI 

! 25X1 A t*®** fro® all Detachment 1 p aieaions) ; PJC » (FSC gets 
I original System ?I tapes from all Detachment nsaisaions) . 25X1 A 

3, 11 # problem is Anticipated in using tfee Type 4LC tape 

cm playback equipment presently is use by tfee groups aenticnec 
in paragraph 4. So adjustment is expected to be mandatory ia 
order to assure satisfactory operation, although some capstan 
pressure adjustment mny be desirable to improve performance. 

25X1 A »• *t 1® plannee to rs.a some additional tests with tfee 

MM Type 4fiC tape at i ~1 If perfomance of this tape 

proves t# be equal is all respect® to the MID tape presently m 
use, tfee Type 486 tape will be sta ndardised tor us# at both 
Detachment *'<F 7 and Detachment | ] * This staadardiased usage cf 25X1 A 

a c«MBi£#ft-tfeieki*e»a tape of high quality for both duping and 
sissies recording should pemlfer* greater degree of equipment 
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optisi&sties than wibei Mm been previously possible, with a 
rssaltast isproveseat la overall equipment perfaria&isc# lor 
record lag 1 , ditplsg* and analysis. 
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